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20 April 1953 


MEMORANDUM FOR THE RECORD 

STATINTL 



The Effective Date of the Appointment of Lieutenant-General Charles 
P. Cabell as Deputy Director of Central Intelligence. 


The above referenced memorandum is filed in 606 - Compensation, Agency 

Heads. 


CROSS REFERENCE 
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